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August 15, 20] 8 

Susan H. Newton, R.N. 

Supervising Nurse Consultant 

Facility Licensing and Investigations Section 

Slate of Connecticut 

Department of Public Health 

410 Capitol Avenue - MS # 121ISR 

P.O. Box 340308 

Hartford, CT 06134 

Dr. Ms. Newton, 




Pursuant to the Department of Health's letter of August 14, 2018. relating to the visits made to 
Rockville General Hospital, which concluded on .Inly 31, 2018. a detailed Plan of Correction is 
attached to address the alleged violation. 

'flte filing of this does not constitute any admission as to any of the alleged violations set forth in 
the statement of deficiencies. The Implementation Plan is being filed as evidence of the 
facility's continued compliance with all applicable laws and the facility’s desire to continue to 
provide quality service. 

Please contact Kathleen Davis, Vice President of Quality & Safety, at (860) 533-3432. with any 
questions or concerns. 



cc: Kathleen Davis 


